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Message Text 


LIMITED OFFICIAL USE CASABLANCA 0791 

DEPT FOR A/SY/OPS/T, SY/FO, ROME FOR RSO, F'FURT FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : CCTV INSTALLATION AMBASSADOR'S VILLA ROME 

REF: ROME 8973 

1 . RTC CASABLANCA DOES NOT HAVE ANY DAY-NIGHT 
CCTV SYSTEMS IN STOCK. ALSO RTC PERSONNEL ARE 
COMMITTED ELSEWHERE DURING JUNE AND JULY. CAN 
DEPARTMENT SUPPLY EQUIPMENT AND/OR MANPOWER FOR 
THIS PROJECT. 

2. RTC WILL SUPPLY PAN/TILT UNITS, CCTV CABLE, 
ENVIRONMENTAL HOUSING AND INFRA-RED LIGHTS. 

3. FOR ROME: REF TSR DATED 27 FEB., 1978 HAVE 
LIGHT SENSITIVE RELAYS FOR CONTROL OF IR LIGHTS 
BE OBTAINED? 

4. PLEASE ADVISE. KUNIHOLM 
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Subject: CCTV INSTALLATION AMBASSADORYS VILLA ROME 

TAGS: ASEC 
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